HENRY    VIII
gated by the devotion of his sixth and last wife, Katherine Parr, a middle-aged widow of great strength of mind and such praiseworthy discretion that when Henry died in 1547 she survived to marry again a few years later. The fact that Henry VIII was a tyrant is neither deniable nor particularly remarkable. What is, however, noteworthy, is that he was a highly successful one. Of all his gifts that which served him best was his astonishing ability to gage public opinion, a gift which prevented him from indulging in acts of despotism without having first ascertained that they would meet with a krge measure of popular approval. If at his death he was more feared than loved, he could at least claim that, although he had on occasion excited the apprehension of his subjects, he had never forfeited their respect.
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